
The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVALL. PATRICK 
governor 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


02/17/2012 


Eric Christofferson 

Assistant United States Attorney, Boston, Ma. 


Dear AUSA Christofferson, 

Enclosed is the information you requested in regards to United States vs. Included are 

copies of the following: 

1. Ding Analysis Laboratory Receipt. 

2. Control Cards with analytical results for samples # 

3. Analysis sheets with custodial chemist’s hand notations and test results. 

4. Infrared Spectral analytical data for samples # 

5. GC/Mass Spectral analytical data for samples 

Annie Dookhan was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Kate Corbett analyzed the GC/MS data for this sample. 

If you have any questions about these materials, please call me at the number below. 



Anni e Dookhan 
Chemist 

Dmg Analysis Lab 
Jamaica Plain, MA, 02130 
(617) 983-6622 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 


Department of Public Health 


Boston Drug Laboratory 

State Laboratory Institute 

Amherst Drug Laboratory 

Tel (617) 983-6622 


Tel (413) 545-2601 

Fax (617) 983-6625 


Fax (413) 545-2608 

Boston Hours 


Amherst Hours 



City or Department: New Bedford 


Police Reference No. 



Description of Items Submitted 


Gross Weight 


Lab Number 















PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 
The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 
Department of Public Health 


Boston Drug Laboratory 

State Laboratory Institute 

Amherst Drug Laboratory 

Tel (617) 983-6622 


Tel (413) 545-2601 

Fax (617) 983-662S 


Fax (413) 545-2608 

Boston Hours 


Amherst Hours 



City or Department: New Bedford _Police Reference No.: 


Name and Rank of Submitting Officer: pet Kelly A Almeida 



Description of Items Submitted Gross Weight Lab Number 



Corbett email PRR 012521 











^ ew Be dford Poljce Dep t 

Def: u/| 

Amount: 

NoCont; 1 Com: p6 
Dale Rec'd 12/02/2010 
Gross Wt.; g_ 43 



<v 


i(5 


Subst: SUB 


Prelim: coco.^ 


Findings: 


No Analyzed; 

Ne i Weight: ^- M. <4 
^ Tests; 7 <^ 0 

CCit' 






No. 


City: New Bedford Police Dept. 
Officer: 

Def: U/l 
Amount: 

No. Cont: 4 Cont: pb 

Date Rac'd: 12/02/2010 
Gross Wt.: 17.53 


Prelim: Coco-vm! Findings: 


Date Analyzed: 




Subst: SUB 


No, Analyzed 
Net Weight: 
# Tests: 


r M 

Cocav.^ Vx^se. 


\B- 1 >\ 


> 
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No. 

City; New Bedford Police Dept. 
Officer: 

Def: uTT 
Amount: 

No. Cont: i Cont: pb 

Date Rec'd: 12/02/2010 

Gross Wt.; 6.91 


Date Analyzed: 


O- 


Subst:SUB 


Prelim: 


: COCCXAfYQ. 


Findings: 


No. Analyzed: 

Net Weight: 

# Tests: /v \. 




City: New Bedford Police Dept. 
Officer: 


Def: U/l 
Amount: 

No. Cont: i Cont; pb 

Date Rec'd: 08/10/2011 
Gross Wt.: 12.14 


Date Analyzed: cP'2 


Subst: SUB 


Prelim: 


No. Analyzed: 

Net Weight: 2 drl 
# Tests; 

•Kqc 

Findings: 
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PRELIMINARY TESTS 


Spot Tests 
Cobalt 

Thiocyanate (—-) -v 

Marquis_ 

Froehde's___ 

Mecke's 


Mlcrocrvstalline Tests 
Gold 

Chloride -V __ 

TLTA ( _ 

OTHER TESTS 

CO C O C Q. v\ja \q<^i 


PRELIMINARY TEST RESULTS 
RESU LTS coc^ua 
DATE \l-lVtO 



GC/MS CONFIRMATORY TEST 
RESULTS co c g 
MS 

OPERATOR yc^C. _ 

DATE M-xg-\Q 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 

SAMPLE# AGENCY V/y:,,,-, ANALYST 

No. of samples tested: Evidence Wt 


PHYSICAL DESCRIPTION: 


v ve <-Y>| g VN i-vn t-CL. 

v«x <-v. ^'•sS 

^ \.vc^y 


Gross Wt ( m.): ^.8 ^^ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: 


-> 



PRELIMINARY TESTS 
Spot Tests 

Cobalt 

U V Thiocyanate ( —) 

^ Marquis ~ 

ca Froehde's — 

c-i Mecke's_ 


Microcrvstalline Tests 
Gold 

Chloride ~V _ 

M TLTA ( —•) -V 

OTHER TESTS 

i < S> CO ecss ^ ** A- 


PRELIMINARY TEST RESULTS 
RESULTS C o 
DATE 


GC/MS CONFIRMATORY TEST 
RESULTS COcQcvvje 
MS 

OPERATOR vC j^c _ 

DATE 


Revised 7/2005 
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PRELIMINARY TESTS 



PRELIMINARY TEST RESULTS GC/MS CONFIRMATORY TEST 


RESULTS 


DATE 



RESULTS 



MS 

OPERATOR ViHyl 


DATE \X~ 1 S' - 1 0 


Revised 7/2005 
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PHYSICAL DESCRIPTION: 


Gross Wt { ) 


O'FS- cGross Wt { ) 




ce Sv\V> crv'.vx^cV Coc 7. 


Pkg. Wt 


Net Wt 


S t-v c<r\<^>\ e. ''5><?<HY< > O- - 


PRELIMINARY TESTS 
Spot Tests 


Microcrystalline Tests 


Cobalt 
Thiocyanate i 


Gold 

Chloride 


Marquis 


TLTA 


Froehde's 


OTHER TESTS 


Mecke's 





PRELIMINARY TEST RESULTS 


GCMS CONFIRMATORY TEST 


OCtXv 


DATE Qb - 2u - \ \ 


MS 

OPERATOR 


DATE Qb - 2 - ' 


Revised 7/2005 
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4000.0 


Blank 

ASD 12-28-10 


3000 


2000 


c:\pei_data\spectra\biank.sp-ASD 12-28-10 


cm-1 


1500 
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itAKUM KtKUKl 


uate: wea uec 2y zuio 


Unknown: C:\pel__data\spectra^^^^M New Bedford.sp 
Library: C:\pel__data\libs\DLjdx 

Euclidean Hit List: 

0.831 DL1744 COCAINE (SYNTHESIZED CRACK) 

0.804 DL0178 COCAINE IN KBr 

0.651 DL0209 COCAINE HCI IN KBr (MERCK)-SAMPLE CONTAINS WATER-METHANOL MIXTURE 
Selected Range: 4000.00 - 652.00 cm-1 
No Blank Regions: 

The Georgia State Crime Laboratory 


Page 1 
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i-'cue, vveu ^ iu 


Unknown: C:\pel_data\spectra^^^^^H New Bedford sd 
Library: C:\pel_daia\libs\DL.idx 

Euclidean Hit List; 

0J45 DL1744 COCAiNE (SYNTHESIZED CRACK) 

0.742 DL0178 COCAINE IN KBr 

0.595 DL1325 40% COCAINE HCI/60% INOSITOL IN KBr (+/- 3 %) 
Selected Range: 4000.00 - 652.00 cm -1 
No Blank Regions: 

The Georgia State Crime Laboratory 


Page 1 
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103.9 
1 . 00 . 

95: 

90. 

S5 : 

80. 

75.. 

70. 

65. 

60 . 

55. 

Blank 

%T 50. ASD 12-28-10 

45 . 

40. 

35. 

30. 

25 . 

20. 

15 
10 
5 

0.0 

4000.0 3000 

... c:\pel_data\spectra\blank.sp - ASO 12-23-10 





2000 

cm 
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W| 8 l \L^| Vl \ i 


LJdie; rn dun ^4 ^uri 


Unknown: C:\pe!_data\spectra^^^^^HNew Bedford 
Library: C:\pel_data\libs\DLidx 


sp 


Euclidean Hit List: 


0.610 DL1744 COCAINE (SYNTHESIZED CRACK) 

0.602 DL0178 COCAINE IN KBr 

0.488 DL0209 COCAINE HCi IN KBr (MERCK)-SAMPLE CONTAINS 
Selected Range: 4000.00 - 652.00 cm -1 


No Blank Regions: 

The Georgia State Crime Laboratory 


WATER-METHANOL MIXTURE 


Page 1 
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Area Percent / Library Search Report 




Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


762582.D Mon Feb 13 10:58:51 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4-2 010\SYSTEM4\12__23_10\762583 .D 
ASD/KAC 

24 Dec 2010 8:31 

COCAINE STD 
ASD 
15 

DRUGS 

RTE 


Abundance 

1400000 


TIC. 752583. D 


4j73 


12000001 j 

1000000 ; 
i i 

800000; 

I ;; 

600000; 

400000| j 

200000; 

Time--> ° 2.00 ! 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.^0 8,00 8.50. 9.00. 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.726 

1338605 

100.00 

100.00 


762583.D Mon Feb 13 10:58:56 2012 Page 1 


Corbett email PRR 012543 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_23_10\762 58 3 .D 
ASD/KAC 

24 Dec 2010 8:31 

COCAINE STD 
ASD 
15 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.73 

C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 

82 

Average of 4.704 to 4.810 mm.: 762583.D {-) 

80 


182 


60 ' 


40! 


20 ; 


42 


51 


94 105 


01 


60 


68 


122 


138 


152 166 


198 


214 


242 


272 
259 281 


303 


m/z-> 


40 50 60 70 80 90 100 1 


10 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 3& 


Abundance 


82 


#29: COCAINE 


80 


60i 


182 


401 


94 


105 


20 


42 


51 


68 


122 

i .114 


135 152 166 


198 


Q' ji , L i IH j 4 , : ;jj j 214 /LHH j. j ; 

m/z-> 40 50 60 70 80 90 100 110 120 130 140 lOO 160 17o'1&) 190 200 210 220 230 240 250 2&) 270 260 290 300 


244 259 


272 


303 


762583.D Mon Feb 13 10:58:56 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\12__23_10\762588.D 

Operator : ASD/KAC 

Date Acquired : 24 Dec 2010 9:39 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 


AbunaSnce" TIC: 762588.D 



***NO INTEGRATED PEAKS*** 


762588.D Mon Feb 13 10:59:39 2012 Page 1 
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Area Percent / Library Search Report 


Information fror 

n Data File: 



File Name 

F : \Q4-2010\SYSTEM4\12 

23 10\762589,D 

Operator 

ASD/KAC 



Date Acquired 

24 Dec 2010 

9:53 


Sample Name 

HHHHB 



Submitted by 

ASD 



Vial Number 

89 



AcquisitionMeth 

DRUGS 



Integrator 

RTS 



Abundance 


TIC: 762589.D .. . j 


4 

73 


1 1500000j 

i 




1000000: 




500000: 2.25 

| ! j 

3,95 

j 



1 2.01 

0 • •' 1 v 

j 

4.87 


■Tlme-> 2.00__ 2.50 3.00 

3.50 4.00 4.50 ‘ 

’ 5.00 5.50 6.00 

6.50 7.00 7.150 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

2.013 

181176 6.89 

11.81 

2.251 

453116 17.23 

29.53 

3.948 

354090 13.46 

23.08 

4.731 

1534494 58.34 

100.00 

4.874 

107374 4.08 

7.00 


762589.D Mon Feb 13 10:59:44 2012 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\12_23_10\762589.D 

ASD/KAC 

24 Dec 201 0 9:53 

ASD 

89 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 



C:\DATABASE \ PM W TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

2.01 

C:\DATABASE\PMW TOX2.L 




Cocaine-M/artifact -H20 

000000-00-0 96 



Metipranolol-M/artifact AC 

000000-00-0 23 



Vanillin AC 

000000-00-0 9 


Abundance 


.Average of 1 986 to 2 076 min.: 762589.D (-) 

152 


80 


60 


40- 


42 


20 ! 

51. 

57 

; 1 

68 

82 

94 

o ! ,. M 

.ill 

j ] ] . ! , . 

j i . 

75 : 

89 C. 

m/z-> 40 

50 

60 

70 

80 

90 


122 


106 


138 


116 


133 


166 

i 

! 


181 


207 


50 160 170 180 l60 200 


Abundance 


#3574: Oocaine-M/artifact -TT20' 


P753 

152 


80 


60: 


40 


181 


20 - 


82 


94 


106 


122 


138 

i 


166 


m/z--> 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


762589.D Mon Feb 13 10:59:45 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\12_23__10\762589.D 

Operator : ASD/KAC 

Date Acquired : 24 Dec 201 0 9:53 

Sample Name : 

Submitted by : ASD 

Vial Number : 89 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 2.25 C:\DATABASE\PMW JTOX2.L 

Cocaine-M (methylecgonine) 007143-09-1 96 
Cocaine 000050-36-2 36 
Cocaine-M (methylecgonine) AC 000000-00-0 17 



so: 

60; :i 96 


199 

182 

180 190 200 

762589.D Mon Feb 13 10:59:45 2012 Page 3 


: ! i i | 

20' 

; j; j 

112 

140 

155 

168 

j 

0 : . . . M • ■ . 

lLl : ....... J...... . 


.J-i., . 



m/z~> 40 60 60 70 80 90 100 110 120 130 140 150 160 170 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM4\12_23_10\762589 .D 
ASD/KAC 

24 Dec 2010 9:53 


ASD 

89 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2 
C:\DATABASE\NIST98.L 

Minimum Quality: 90 
L Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

3 

3.95 

C:\DATABASE\NIST98.L 
Imidazo[2,1-b]thiazole, 
Imidazo[2,1-b]thiazole, 
Imidazo[2,1-b]thiazole ( 

2,3,5,6-tet 006649-23-6 98 
2,3,5,6-tet 006649-23-6 97 
2,3,5,6-tet 006649-23-6 97 

Abundance 


Average of 3.927 to 4.022 min.: 762589.D {-J“ 

148 

i 80 




60 


73 101 1 

204 

40: 




! 20 

45 

127 

■ i , [ I ; 

! 


56 


89 


CL 


65 


117! 


; i !;81 


. 


135 !ii 157 


176 


189 


281 ; 


m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 28C 

Abundance #126360: fmidazo[2.1 : 6]thi3zoIe, 2,3.5,6-tetrahydro-6-pfTenyt- 

2Q4 


148 


80- 


60 


40 


20 


0 


101 


73 


127 


51 63 


89 


81 


117: 
109 ; 


176 


135 


156 


186 


m/z--> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 

762589.D Mon Feb 13 10:59:46 2012 Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_23_10\762589.D 

ASD/KAC 

24 Dec 2010 9:53 


ASD 

89 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.73 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


82 


Average of 4.70516 4795 min.: 762589.0 (-) 


80 


60 


401 


182 


: 42 


94 105 


20 


0 : -i 


51 


68 


122 


198 


■113 ! 138 


152 166 


272 

208 222 244 259 281 


303 


m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 

Abundance ~ . #29: COCAINE 

82 


80 


60 


40 


182 


94 


20 


; 42 


51 


68 


105 


122 


135 


152 166 


198 


214222 244 259 


272 


303 


m//~> 40 50 30 70 80 90 100 110 120 130 140 150 160 170 l80 190 200 210 220 230 240 250 260 270 280 290 300 


762589 ,D 


Mon Feb 13 10:59:47 2012 


Page 5 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4 - 2 010\SYSTEM4\12__23__10\762589 . D 

asd/kac 

24 Dec 2010 9:53 


ASD 

89 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


5 


4.87 C:\DATABASE\NIST98.L 


Pyrene 

000129-00 

-0 

50 

Pyrene 

000129-00 

-0 

43 

7H-Furo[3,2-g][1]benzopyran-7-one, 

002009-24 

-7 

43 


Abundance Average of 4.817 to 4.895 min.:75258970 (-) 

i 2Q2 

80 

60 


40 


20 


103 


147 


m/z-> 


41 

51 

63 76 

89 1/ 

0; • . , : 'i 

jd-i 

..HfJil-, . • , 


40 

50 

60 70 80 

90 100 


116 


128 


10 120 130 140 150 160 170 180 190 200 210 2^0 230 240 250 260 270 280 


155 


174 


187 


in .... 


281 


Abundance 

| i 

80! 

| : ! 

60; 

40 ^ 


KS3585: Pyrene 


202 


20 : 


m/z-> 


39 50 

40 50 


101 

63 75 88 ; 110_122 134 151 1G1 174 187 

60 70 80 90 100 110 120 130 140 150 160 170 180 190 2C0 210 220 230 240 250 260 270 280 


762589.D Mon Feb 13 10:59:47 2012 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\12_23_10\762590.D 

Operator : ASD/KAC 

Date Acquired : 24 Dec 2010 10:07 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance TIC: 762590.D 

: 1 



Ret. Time Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


762590.D Mon Feb 13 10:59:52 2012 


Page 1 


Corbett email PRR 012552 


































Area Percent / Library Search Report 


Information from Data File: 




File Name 

F:\Q4~2010\SYSTEM4\12 

23 10\762591.D 

Operator 

ASD/KAC 




Date Acquired 

24 Dec 2010 

10 

: 2 0 


Sample Name 


1 



Submitted by 

ASD 




Vial Number 

91 




AcquisitionMeth 

DRUGS 




Integrator 

RTE 




Abundance 


73 

TIC: 762591 D 

1400000J 

4 



1200000 





ioooooo; 





800000 





600000: 





400000; 





200000 2 01 

o 1 • ■ 





Time--> 2-00 2.50 3.00 

3.50 4.00 4.50 

5.00 

5.50 G.00 

' 6.50 7.00 7.50 8.00 8.50_ 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

2.014 

107194 

7.44 

8.04 

4.727 

1332748 

92.56 

100.00 


762591.D 


Mon Feb 13 10:59:58 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4 - 2 010\SYSTEM4 \12__23_10\762 591. D 
ASD/KAC 

24 Dec 2010 10:20 


ASD 

91 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 2.01 C:\DATABASE\PMW_TOX2.L 

Cocaine-M/artifact -H20 000000-00-0 93 
MDA-M (desmethylenyl-methyl-) ME @ 000000-00-0 38 
Metipranolol-M/artifact AC 000000-00-0 28 


Abundance 


Average of1.987 to 2.082 min.: 762591.D (-) 
152 


80 ! 


60- 


40 


42 


20 : 

57 

82 

122 

94 ,; 

138 

16 

0-. -iL- 

ili 68 

■ Mib,- 

- 106 

U h 

U .! 

m/z-> 40 

60 ^ 

80 

100 120 

140 

160 


181 


191 208 


281 


341 355 


Abundance 


80 I 


#3574: Cocaine-M/artifact -H2G 
152 


T753 


60. 


40: 


181 


20 


82 

122 







| 

94 106 || 

138 

166 I 



; 




_ 


. . . . .. 


;m/z~> 40 

60 

sb 

O 

-CN 

O 

O 

' i4o 

160 180 200 220 

240 260 280 

300 320 340 


762591.D Mon Feb 13 10:59:58 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4-2010\SYSTEM4\l2_23 
ASD/KAC 

24 Dec 2010 10:20 


ASD 

91 

DRUGS 

RTE 


10\762591 . D 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST 9 8.L 


PK# RT 


Library/ID 


4.73 C:\DATABASE\SLI.L 
COCAINE 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


000050-36-2 99 


Abundance 


82 


Average of 4.7061b 4.8T1 min.: 762591 D (-) 


80 


182 


60 ; 


40; 

I 42 

20 


94 105 

I 

il 



55 

122 

' 1 j 

68 ; 


Ot/i 



m!z-> 40 

60 80 100 

120 

Abundance 

82 



135 152 1 ® 6 


198 


303 


272 


, i : 209 222 244 260 282 _____ 

100 120 140 160 180 200 220 240 ' 260 2fio 300 320 340 


355 I 


W29: COCAINE 


80: 


60: 


182 


40; 


94 


105 


20 ! 42 


85 68 


122 

135 ^ 166 : : 

198 

214 

244 

272 

, 259 

303 


40 60 80 

ioo 

120 

140 160 180 

2b0 

220 

240 

260 280 

300 320 

340 


762591.D 


Mon Feb 13 10:59:59 2012 


Page 3 


Corbett email PRR 012555 























Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File : 

F:\Q4-2010\SYSTEM4\12 
ASD/KAC 

24 Dec 2010 10:34 


23 10\762592.D 


ASD 

92 

DRUGS 

RTE 


Abundance 

12000001 

1000000 ! 

800000! 

6000001 

400000' 


200000 


2.01 


i 0 f—1- ' ■■ 

irime-> 2.00 2.50 3.00 


4p3 


T!C: 762592. D 


i 

i 


3.50 4,00 4.50 5.00 5.50 6.00 6.50 7.00 7 


.50 


8.00 8.50 9.00 


9.50 


Ret. Time 

Area 

Area % 

Ratio % 

2.013 

111142 

8.55 

9.34 

4.727 

1189417 

91,45 

100.00 


762592 .D 


Mon Feb 13 11:00:03 2012 


Page 1 


Corbett email PRR 012556 











Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q4-2010\SYSTEM4\12 

ASD/KAC 

24 Dec 2010 10:34 


ASD 

92 

DRUGS 

RTE 


23 10\762592.D 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2 . L 

C:\DATABASE\NIST98 . L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT Library/ID 

CAS# Qual 

1 

2.01 C:\DATABASE\PMW JTOX2 . L 

Cocaine-M/artifact -H20 

MDA-M (desmethylenyl-methyl-) ME 
Metipranolol-M/artifact AC 

000000-00-0 96 

@ 000000-00-0 37 

000000-00-0 32 

'Abundance 

Average of 69871(12.077 min.: 762592.fT(-> 
152 

i 


| 80 

! 


I i 

60 j 



4 

; 40 

2 


20 

nL.ii 

ft? 181 

82 122 

.••o i 94 infi .] 138 :| 166 

j tii, f ,J U 106 ij, , ! | j j. 207 

281 341 


m/z~> ° 40 SO 60 70 80 90 100 110 120130 140 1501^0170180190 2002 i 0 220 230 240 250 260 270 2&D 290 360 310 320 33034cT 


Abundance 

#3574: Cocaine-M/artifac! -H20 P75T 

152 

j i 

80 


I 

60; 



; 40 


181 

20 

82 122 
j 94 106 ;j 188 

166 j 

; 0 

.... : ;l.ill. ,.-......1...!.... j.j 

,, : ... jj , , r ,. rl ... r .. T . ri ....-.. S ; , , . ■ , , , , . . . J . ; ‘ T V j' ■ 11 , | ■ «! 


m/z-> ° 40 50 60 70 80 9'0' i 66 i 16120130140ISO1601701801 200 21 6 220 2^0 240 250 260 270 280 290 360 3i 0 320 330 340 


762592.D Mon Feb 13 11:00:03 2012 Page 2 


Corbett email PRR 012557 


















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_23_10\762592.D 

ASD/KAC 

24 Dec 2010 10:34 


ASD 

92 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 4.73 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80 


82 

i 


Average of 4.705 to 4.801 min.: 762592.0 (-) 


182 


60 : 


40: 


; 42 


20 - 


55 


68 , 


105 


122 


i 


138 162 166 


198 


272 

222 244 259 288 


303 

i 


341 355 


429 


; m/z~> 10 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


Abundance 


82 


#29: COCAINE 


80 : 


60: 


182 


40 


20 


42 


94 


55 68 


108 


122 


135 


152 166 


198 


214 244 259 


272 


303 


m/z~> ° 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 300 380 4C0 420 


762592 . D 


Mon Feb 13 11:00:04 2012 


Page 3 


Corbett email PRR 012558 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_23_10\762593.D 
ASD/KAC 

24 Dec 2010 10:48 


ASD 

93 

DRUGS 

RTE 


Abundance TIC: 7625937D 

4173 

; 1000000 : 

800000! 

; 600000! 1 


400000! 

200000 

2.01 


hne~> Z00 2.50 

3.bo 3.50 4.00 4.50 5.00 

5.50 6.00 

’ 6.50 7.66 7.50 8.00 ' 8.50 9.00 ' 9.50 j 

Ret. Time 

Area 

Area % 

Ratio % 

2.014 

126424 

12.29 

14.02 

4.727 

902022 

87.71 

100.00 


762593.D Mon Feb 13 11:00:08 2012 


Page 1 


Corbett email PRR 012559 










Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12__23_10\762593 .D 
ASD/KAC 

24 Dec 2010 10:48 


ASD 

93 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 



C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

2.01 

C:\DATABASE/PMW TOX2.L 




Cocaine-M/artifact -H20 

000000-00-0 94 



Metipranolol-M/artifact AC 

000000-00-0 38 



MDA-M (desmethylenyl-methyl-) ME 

@ 000000-00-0 25 


Abundance 


80: 


60 


; 42 


40 


20 


57 


Average of 1 -987 lo 2.072 min : 762593 D (-) 
1^2 


82 


181 


122 


68 


94 


106 


138 


166 


0 ; 

m/z~> 40 50 60 70 80 90 1001 


207 281 341 

II 0 lib 130 140 150 160 170180 190 200 2i 0 220230 240 250 2270 280 2d0300 310 3^0 330 340 


Abundance 


80 


7f3574: Cocaine-M/arfifac! -H20 
152 


P753 


go : 


40 : 


20 i 


0 


82 


122 


94 


106 


138 


181 


166 


; m /z~> 40 50 60 70 80 90 100110120 130140150160170180 l 3p 200 210220 230 240 250 260 270 280 290 300 310320 330 340 

762593.D Mon Feb 13 11:00:09 2012 Page 2 


Corbett email PRR 012560 





























Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_23_10\762593.D 
ASD/KAC 

24 Dec 2010 10:48 


ASD 

93 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT Library/ID 

CAS# Qual 

2 

4.73 C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 99 

Abundance 

Average of 4.706 lo 4.795 rriin : T62593.DT-) 

82 


80 

j 182 

| 


60 


40 


42 


20 : 


55 


94 105 


68 


122 


01 


135 152 166 


198 


303 


272 


208 222 242 259 282 

m/z~> 40 60 80 100 120 140 160 ik 2<io 220 240 2&0 280 300 320 340 


355 


Abundance 

; 82 

80 

60 

94 


20 ; 42 


55 68 ’ | 

0 ' . = . .. 


122 

135 152 166 j 

198 

214 

244 

272 

259 : 

303 

nV/.--> 40 60 80 

100 

120 

140 160 180 

200 

220 

240 

260 280 

"”300 320 ' 340 


#29: COCAW 


182 


762593.D Mon Feb 13 11:00:09 2012 


Page 3 


Corbett email PRR 012561 




















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_23_10\762594.D 
ASD/KAC 

24 Dec 2010 11:01 


ASD 

94 

DRUGS 

RTE 


Ab ® 6 

; 500000 

| 400000 

j 300000 
; 200000 
iooooo: 


4:73 


TIC: 762594 D 




iTlme~> 2.00 2.50 

3.00 3.50 4.00 4.50 5.00 

5.50 

6.00 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 j 

Ret. Time 

Area 

Area 

% 

Ratio % 

4,726 

507459 

100. 

00 

100.00 


762594.D 


Mon Feb 13 11:00:14 2012 


Page 1 


Corbett email PRR 012562 





Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q4-2010\SYSTEM4\12 
ASD/KAC 

24 Dec 2010 11:01 


23 10\762594.D 


ASD 

94 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 4.73 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


8<f 


60' 


82 


Average of'4.700 to 4.795 miri.: 762594.0 (-) 


182 


40 


20 


42 


55 


94 105 


68 


122 


198 


303 


135 152 166 !! j 207 222 244 259 ?2 281 


Abundance 


° 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 2^0 230 240J250 260 270 280 290 300 

129: COCAINE 


82 


80: 


60 i 


40! 


182 


94 


105 


20 


42 


51 


68 


122 


114 


135 152 166 


198 


214222 244 259 


272 


303 


m/ z ~> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


762594.D 


Mon Feb 13 11:00:14 2012 


Page 2 


Corbett email PRR 012563 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_23 

ASD/KAC 

24 Dec 2010 11:15 

BLANK 
ASD 
2 

DRUGS 

RTE 


10\762595.D 


Abundance TYC: 762595.D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


762595.D Mon Feb 13 11:00:20 2012 Page 1 


Corbett email PRR 012564 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F:\Q4-2 010\SYSTEM4\12__2 3_10\7625 96 .D 
ASD/KAC 

24 Dec 2010 11:29 


ASD 

96 

DRUGS 

RTE 


Abundance TIC: 762596.D 

4173 

500000i 
j 400000: 

; 300000) 

. | I 

200000 , 

2.01 

100000] j 




Time-> 2.bo 2.50 

3.00 3.50 4.00 4.50 5.00 

5.50 6.00 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 j 

Ret. Time 

Area 

Area % 

Ratio % 

2.013 

141451 

23.19 

30.19 

4.726 

468585 

76.81 

100.00 


762596,D Mon Feb 13 11:00:24 2012 


Page 1 


Corbett email PRR 012565 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12 23 10\762596.D 

asd/kac 

24 Dec 2010 11:29 



ASD 

96 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 

: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


2.01 C:\DATABASE\PMW_TOX2.L 

Cocaine-M/artifact -H20 
MDA-M (desmethylenyl-methyl ■ 
Metipranolol-M/artifact AC 


000000-00-0 95 

ME @ 000000-00-0 37 

000000-00-0 23 


Abundance 


80 : 


152 


Average ofTT9“86T<r2.076 min.: 762596.D {-) 


60; 

I 42 

40- 


20 

57 

f 

; 01 

1|| 69 

m/z-> 40 

60 

Abundance 


80; 


.o'"’ 


; 40 


20 



82 122 
I 94 106 if 138 166 


181 


193 209 


267 282 


325 341 355 


430 : 


160 180 200 220 240 260 280 300 320 340' 360 380 400 420 

#3574: Cocaine - M/artifact - H 20" P7 53 


152 


181 


82 

j 94 


122 


106 


138 


166 

I 


0 , 


m/,'-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 36C 380 400 420 

762596.D Mon Feb 13 11:00:25 2012 Page 2 


Corbett email PRR 012566 















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\12_23_10\762596.D 

Operator : ASD/KAC 

Date Acquired : 24 Dec 201 0 11:29 

Sample Name : 

Submitted by : ASD 
Vial Number : 96 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 4.73 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 















Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2 010\SYSTEM4\12__23_10\762 598 .D 
ASD/KAC 

24 Dec 2010 11:56 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance TIC: 762590.0 



Time~> ° 2.00 2.50 3.00 3.50 4.00 ' 4.50 ' 5.66 5.50' 6.00 6 . 56 " 7.66" 7.50 8.66 8.50 9.00 9.50 ' 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


762598.D 


Mon Feb 13 11:00:36 2012 


Page 1 


Corbett email PRR 012568 





















Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM4\12 23 10\762599.D 

Operator 

ASD/KAC 

Date Acquired 

24 Dec 2010 12:10 

Sample Name 

COCAINE STD 

Submitted by 

ASD 

Vial Number 

15 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 

T!C: 762599.0 

j 1200000 

| 1000000 

800000: 

600000 

400000. 

; 200000 

1 

0 . . ,. 

Time--> 2.00 2.50 3.00 

4,73 j 

! 

| 

f ! 

i i 

ii i 

i ! 

1 • i 

: | 

! j 

j | 

3.50 4.00 4.50 ' 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.60 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

4 . 726 

1066565 

100.00 

100.00 


762599.D 


Mon Feb 13 11:00:40 2012 


Page 1 


Corbett email PRR 012569 










Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q4-2010\SYSTEM4\12 23 

10\762599.D 


Operator 

ASD/KAC 



Date Acquired 

24 Dec 2010 12:10 



Sample Name 

COCAINE STD 



Submitted by 

ASD 



Vial Number 

15 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PM W TOX2.L 
C:\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT 

Library/ID 

CAS# 

Qual 


1 4.73 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


82 


Average of 4.704 to 4.794 min.: 762599.0 (-) 


80: 


60 i 


182 


40. 


20 


42 


55 


94 105 


68 


122 

i 


198 


272 


303 


0 , ■ i ' / Iii: -vji.ij !......... 138 1 ® 6 ,( V , 207 , 222 , 242 259 .!. .281 

m/z-> 40 50 GO 70 8b 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


Abundance 


W29LCOCA1RE 


82 


80: 


60 


182 


40. 


20 42 


94 


105 


51 68 ; 122 
114 ___ 

m lz-> 40 50 60 70 80 90 100 1 To 12o’ 


198 


0 :. 


214222 244 259 


272 


303 


135 152 166 

130 140 ’50 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


762599.D 


Mon Feb 13 11:00:41 2012 


Page 2 


Corbett email PRR 012570 
















